Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Corbett, Kate (DPH) 

8/6/2012 6:54:59 PM 

O'Rourke, Megan (SUF) [/o=Commonwealth of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Megan.O'Rourke] 
FW: Retesting -I 


CWv 



Hi Megan, 

Attached is the info you requested. Let me know if you need any additional info. 
Kate 


From: O'Brien, Elisabeth (DPH) 

Sent: Thursday, August 02, 2012 4:15 PM 
To: Corbett, Kate (DPH) 

Subject: FW: Retesting 


From: Sprague, Shirley (DPH) 

Sent: Thursday, August 02, 2012 8:28 AM 
To: O'Brien, Elisabeth (D PH) 

Subject: RE: Retesting 

The case was picked up on 6-12 and Kate analyzed it 


From: O'Brien, Elisabeth (DPH) 

Sent: Wednesday, August 01, 2012 8:44 PM 
To: Sprague, Shirley (DPH) 

Subject: FW: Retesting 

Hi, who did this??? Can you forward? 

Thanks, 

ELO 


From: O'Rourke, Megan (SUF) 

Sent: Wednesday, August 01, 2012 2:52 PM 
To: O'Brien, Elisabeth (DPH) 

Subject: RE: Retesting 

Hi Elizabeth, 

This case is set for trial on 9/5. Please send a discovery packet to me at your earliest convenience. 
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Thanks, 

Megan 


From: O'Brien, Elisabeth (DPH) 

Sent: Tuesday, May 29, 2012 2:26 PM 
To: O'Rourke, Megan (SUF) 

Subject: RE: Retesting 

Megan, this is now in the lab...,I am cautiously optimistic! 


From: O'Rourke, Megan (SUF) 

Sent: Wednesday, May 09, 2012 4:29 PM 

To: Nassif, Julianne (DPH); O'Brien, Elisabeth (DPH) 

Subject: RE: Retesting - 

Hi Ladies, 

1 was wondering if you knew who my new chemist was going to be as I need to turn this info over to Def 
Counsel. 

Also, CPE) informs me that the drugs were delivered to you last week. 

Thanks, 

Megan 


From: O'Rourke, Megan (SUF) 

Sent: Wednesday, May 02, 2012 2:47 PM 
To: 'Brizuela, William' 

Cc: Nassif, Julianne (DPH); O'Brien, Elisabeth (DPH) 
Subject: RE: Retesting -1 


Our trial date is June 5 th . 


Thanks, 

Megan 


From: O'Rourke, Megan (SUF) 

Sent: Thursday, April 26, 2012 11:05 AM 
To: Brizuela, William 

Cc: Nassif, Julianne (DPH); O'Brien, Elisabeth (DPH) 
Subject: RE: Retesting 


Hi Will, 


We need to get the drugs back to the lab ASAP for retesting. 
Thanks, 
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Megan 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, April 25, 2012 6:06 PM 

To: O'Rourke, Megan (SUF); O'Brien, Elisabeth (DPH) 

Subject: Re: Retesting ~EI|HEH 

Please have fapd submit asap and keep betsy apprised of any changes in court date or trial status. 


From: O'Rourke, Megan (SUF) 

Sent: Wednesday, April 25, 2012 12:30 PM 
To: Nassif, Julianne (DPH) 

Cc: Treseler, Paul (SUF) 

Subject: Retesting 

Hi Julie, 

This case is coming up for Trial in the beginning of June and I just realized that Annie Dookhan was the 
primary chemist. Please let me know what we need to do to have the drugs retested. 

Thanks, 

Megan 

Megan E. O'Rourke 
Assistant District Attorney 
Suffolk County 
Major Felony Unit 
One Bui finch Place 
Bostoa MA 02114 
(T) 617-619-4174 
(F) 617-619-4175 
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